032 Schaltungsteile derailleurs parts 


Schaltkabel-Führung 


sorgt für schnelles, präzises Schalten 
schützt vor Verschmutzung 


Abmessung: 4mm 

# 292 374 00 

VE = 50 Stück 
Kabelzugführung für 
Tretlagergehäuse 

Material: Kunststoff 

#27100500 2-fach Schraubbefestigung 


VE = 100/1000 Stück 


Endkappe 

Ausführung: gedichtet, für Bowdenzughüllen 4 mm 
Material: Kunststoff 

# 292 547 00 

VE = 50 Stück 

Rocket Stellschraube 


CARBON - super leicht: 2 g! 
« Index-Einstellung für präzises Schalten 
« Shimano-Race Schalthebel STI-System kompatibel 


# 090 196 00 
VE = 10/100 Stück 


Rocket Stellschraube 


« Index-Einstellung für präzises Schalten 

« Shimano-Race Schalthebel STI-System kompatibel 
Gewicht: 4g 

#090 194 01 

VE = 10/100 Stück 


0-Ring 
Abmessung: 1,0 - 1,2 mm 


# 292 373 00 
VE = 10/100 Stück 


Derailleur Cable Guide 


for fast and precise shifting 
protects from dirt 
Dimension: 4 mm 
# 292 374 00 

Unit = 50 pieces 


Cable Guide for 
bottom bracket shell 
Material: plastic 


# 271.005 00 2x screw fixing 
Unit = 100/1000 pieces 


End Caps 

Version: sealed, for cables 4 mm 
Material: Plastic 

# 292 547 00 


Unit = 50 pieces 


Rocket Adjuster 


CARBON - super light: 2 g! 
« Index-adjustment for precise shifting performance 
« Shimano STI shifters system compatible 


#090 196 00 
Unit = 10/100 pieces 


Rocket Adjuster 


« Index-adjustment for precise shifting performance 
* Shimano STI shifters system compatible 
Weight: 4g 


#090 194 01 
Unit = 10/100 pieces 


0-Ring 
Dimension: 1.0 -1.2 mm 


# 292 373 00 
Unit = 10/100 pieces 
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